NEW  ORLEANS,  LA. 


The  St.  Louis  Cathedral,  still  in  use,  was  built 
in  1794  on  the  site  of  Louisiana's  first  church,  by 
Don  Andre  Almonaster  y  Roxas.  Among  its  many 
interesting  features  are  the  beautiful  murals  added 
in  189  2.  It  is  situated  opposite  historic  Jackson 
Square. 
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